From: 

Sent: 

To: 

Subject: 


Bud Cobb <custreq@fadl.umass.edu> 

Monday, June 28, 2010 11:46 AM 
Hanchett, James (DPH) 

Re: WReq Entry for MORRILL I on 06/28/10 07:51:50 EDT 


Jim: 

This request has been forwarded to the service desk for creation into a service call work order for the Zone refrigeration 
Tech. 

Jcobb 

hamelin@facil.umass.edu wrote: 

> Entry date: 06/28/10 07:51:50 EDT 

> Requestor: JIM HANCHETT 

> Department: PUBLIC HEALTH 

> Phone #: 545 2607 

> Fax #: 545 2608 

> Email: iames.hanchett@state.ma.us 

> Mail Address: N251 MORRILL I 

> - 

> 

> Building: MORRILL I 

> Room/Location: N128 

> Work Description: SERVICE A/C 

> - 

> 

> 

> 

> =================================== 

> 

> MORRILL I, N128, SERVICE A/C , JIM HANCHETT, Phone: 545 2607, Fax: 545 
>2608 

> 


1 


Folk OIG PRR 098350 







